
FRONT ELEVATION 


WATERER POSITION C 



GATE a PARTITION 
WALL DETAIL 


NOTE: 

C.P.T. = CREOSOTE PRESSURE-TREATED. 


4x6-10-0" O.C. C.P.T. 


.2x6-10-0" O.C. C.PT. 


2x4 PURLIN 


I INSULATING BOARD' 


CUT SLATS FROM 2x8 OAK 
4 'A" 3 3/4" 


SLAT DETAIL 

SCALE: 3"«l'-0 M 

6" 5“ 4" 3" 2" l" 0 


2x6 RAFTER 


2x4 STUD 
2x6 PLATE 


2x4 PLATE 


SECTION F-F 

SCALE: »/2"=r-0" 



HOPPERED BOTTOM BIN 

IF TWO RATIONS ARE FED IN THE 
BARN AT THE SAME TIME TWO 
BULK BINS WILL BE NEEDED. 


STOPPER 

'VALVE 


-ALTERNATE FEEDER ARRANGEMENT 






FEED ROOM 
OPTIONAL TO BULK 
HOPPERED BOTTOM 
BIN. 



TO LOADING 
CHUTE 


IF THIS FEEDER ARRANGEMENT IS 
USED, MAKE SURE THIS DIMENSION 
IS ADEQUATE FOR FEEDER , 


/ - USE SNAp H0QK TYpE 

LATCH ON ALL PENS. 
USE TWO 6“ "t" HINGES PER 
GATE. STRAP SIDE TO GATE. 



FLOOR PLAN 



w — ;■ 

TO LAGOON 


CAST IRON SOIL PIPE UNDER FOUNDATION WALL. 
BELL TILE, CONCRETE OR VITREOUS CLAY MIN. DIA. 
4" FROM HERE TO LAGOON OR DISCHARGE INTO OPEN 
CONCRETE GUTTER TO LAGOON. 

DETAIL AT POINT OF DISCHARGE 

SCALE: r*r-0’ 


NOTE: 

DISCHARGE VALVE CAN BE INSTALLED AT ANY 
POINT ALONG SECTION B-B. LEVERS TO THE VALVE 
MUST BE EXTENDED ABOVE SLATTED FLOOR. 


HOG FINISHING BARN 

WITH PARTIAL SLATTED FLOOR 


SCALE: '/I“-I-0" UNLESS OTHERWISE NOTED. 
BASED ON: MISS. STATE PLAN NO. S-15 








»/2 EXT. - 
TYPE B.C. 
PLYBOARD 


-2x4 STUD-2-0 O.C. 

_ 2x6 SILL PLATE-Ve" * x 12" BOLT, 5-0* O.C. 


2x4 AT 2-6" O.C. FOR GALV. SHEET 
2-0" O.C. FOR EMBOSSED ALUMINUM . 


.1x8 COLLAR 




2 OAK SLATS 


2x6x18', 2-6" O.C. - 


.2x6x16', 2-6* O.C. 


-2x4 2x4- 


1x6, 16 O.C. N 


»/?" TYPE C-D PLYBOARD 
GUSSET EACH SIDE 


jjM 


"4x6 CREOSOTE 
PRESSURE-TREATED 
BEAM 


*/z" EXT. TYPE B.C. PLYBOARD" 

6" "T" HINGE. USE TWO, PER _ 

DOOR, MAKE DOORS 5' L. 

CUT TOP OF DOOR ON 45° " ~~h 
FLOOR SLOPE s 0 T\ 




SLOPE EARTH 
AWAY FROM BLDG 


,WATERER POSITION 
^ 2»8lZ-0" OAK 
irfra . 2x6x2'-0" OAK 


■TWO-i/e" DIA. CARRIAGE-4 per pole: 
— 4" TOP DIA. C.P.T. Il'-O” LONG- 


,3“ TOP DIA., 5Lo"L. 

| 2x4 SCAB 

————_L_ 


Lii slope '/g“ per liTTr: 


I INSULATION / 
BOARD-AW SHEETS. 


2x6 WIND BRACE = 
TWO PER POST 


2x4 SCAB v 
2x6 OAK 2x4 OAK 





- 


1 

q 

\ 

8“x8“C0NC. 


. CM 1 


J-iJ 

CURB-FORMED 

GROUT LEDGE ^ 

-LI-1 


\ 2x6 SCAB 
2x6 


I OR CONC. I 8ETWEEN BEAMS e " BLOCK- 
BLOCKS WITH I 

CELLS FILLED I 

"cvj ; 

5 - 0 " 5 - 0 " ^ 

15 '— 0 " 


"4x6 2x4- 

4-10" 
a* a" 


4x6 C.P.T POST 
10-0" O.C. 


i/z" DIA. BOLT 
AZ" L. 5-0” O.C. 


TZ.f' BlcBliie" CONC. 
P BLOCK-FILL 

CELLS AT BOLTS 


"8" BLOCK 


\ 6" BLOCK WALL 

\ 3" GRAVEL FILL 

3” CONCRETE 


2x6xl-8 M OAK 


SCALE: '/2 h -I-0" 

12“ 0 r 2‘ 




INSERT HOSE HERE 
FROM PUMP. USE 
PIPE LARGE ENOUGH 
TO ACCOMMODATE 
HOSE FROM PUMP. 


-r>.' - ’ 


BOTTOM OF 
, MANURE PIT 


\mf 

•»..*. » «, 

SECTION 

SHOWING ALTERNATE MANURE 
DISPOSAL SYSTEM USING PUMP. 


6" TO 10 DEEP 
- DEPENDING ON 
PIPE SIZE 


CROSS SECTION “C-C" 

SCALE: Va"= l'-0“ 

12“ 0 l’ 2' 3' 


i/z” DIA.-9 L. 

6x6" *10 1^.' 

WELDED 

WIRE MESH--T «&sg <£&2x 

REINFORCING TWO V«" » RODS' 


SECTION "A-A" 


PIT FLOOR LINE AT FIRST PEN. 
SLOPE PIT FLOOR '/»" PER LIN. 
FT. TO DISCHARGE END. 


■. ■ 
: :.y ::?.*>:■■■'y*.- 

SECTION "D-D" 


NOTE: 

TWO >/z" * RODS AT TOP 
TWO '/2“ * RODS AT BOTTOM 
CONTINUOUS AROUND PIT 
FOUNDATION. 



PERSPECTIVE 



HOG FINISHING BARN 

WITH PARTIAL SLATTED FLOOR 

MISS. 75 I 6211 I SHEET 2 OF 2 


SCALE: r»l'-0" UNLESS OTHERWISE NOTED, 










Disclaimer 


This site makes available conceptual plans that can be helpful in developing building 
layouts and selecting equipment for various agricultural applications. These plans do not 
necessarily represent the most current technology or construction codes. They are not 
construction plans and do not replace the need for competent design assistance in 
developing safe, legal and well-functioning agricultural building system. The LSU 
Agriculture Center, the Mid-West Plan Service, the United States Department of 
Agriculture and none of the cooperating land-grant universities warranty these plans. 



